WOLVERINE HOTEL 

DETROIT, MICHIGAN 

Located at Witherell and Elizabeth Streets 

• The Wolverine Hotel commands a splendid 
view of beautiful Grand Circus Park, in the 
heart of Detroit's downtown district. The 
Wolverine is one of the city's leading hotels 
and has 500 rooms, 500 baths. Attractive rates. 
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